
Market Research 

eports.biz 




Drug Eluting Stent Market in China - Industry Report 2015-2019 

MarketResearchReports.Biz announces addition of new report “ Drug Eluting Stent 
Market in China - Industry Research Report 201 5-201 9 w ts database. 



About drug eluting stent 

Drug eluting stent, also known as medicated coronary stent, is a tiny, expandable metal mesh tube that is 



covered with a pharmacologic agent. It prevents artery blockages in patients after angioplasty. It 
also eliminates the need for repeated revascularization procedures that are used to treat restenosis 
(narrowing of blood vessels). 

Technavio's analysts forecast the drug eluting stent market in China to grow at a CAGR of 10.70% 
over the period 2014-2019. 

Download Sample copy of this Report @ 
http://www.marketresearchreports.biz/sample/sample/404848 

Covered in this report 

This report covers the present and future scenario of the drug eluting stent market in China for the 
period 2015-2019. To calculate the market size, Technavio uses revenue generated from the sales of 
drug eluting stents. 

Technavio's report, Drug Eluting Stent Market in China 2015-2019, has been prepared based on an 
in-depth market analysis with inputs from industry experts. The report covers the landscape of the 
drug eluting stent market in China and its growth prospects in the coming years. The report includes 
a discussion of the key vendors operating in this market. 

Key vendors 

• Abbott Vascular 

• Lepu Medical 

• Medtronic 

• MicroPort Scientific 

• Shandong JW Medical Systems 

• Other prominent vendors 

• Biosensors International 

Market driver : High prevalence of CVDs 

Market challenge : Availability of alternative coronary stents 

Market trend : Increase in demand for minimally-invasive procedures 

For Market Research Latest Reports Visit @ Global Natural Antioxidants Market 2015- 
2019 
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